in the U. 5S. and was the oldest living founder of a 
company listed on the New York Stock Exchange. 


He died October 18, 1966 at 99 years of age in 
East Stroudsburg, Pennsylvania. He was buried in 
the Kresge family mausoleum in Gilbert, Pennsyl- 
vania. He is survived by his wife, Clara, and his 


children: Stanley S., Howard C., Mrs. H. Nugent 
(Ruth) Head, Mrs. Charies 8. (Catherine) Dewey Jr., 
and Mrs. John W. (Anne) Watling. 





